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1 . GENERAL 

1.1 This section provides REA borrowers , consulting engineers, 
contractors and other interested parties with technical information 

for use in the design and construction of REA borrowers telephone systems. 

It is written to provide an understanding of cable unbalances and their 
relationship to telephone system noise. Techniques for measurement of 
the various types of unbalance will also be discussed. 

1.2 Capacitance (shunt) unbalance can be a major factor contributing 

excessive noise in a telephone system. Precise measurement is 
expensive and time consuming and should be done only when there is strong 
indication that the cable may not meet applicable specifications. 

1. 3^^^ ^ (series) unbalance can be a contributing factor to 

excessive noise in a telephone system. Measurements of resistance 
unbalance should be made during noise isolation procedures on idle cable 
pairs'.':' 
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1.4 Investigation of the IEEE Standard 455-1976 method for irieasurement 

of longitudinal balance indicates it may be used for precise measure- 
ment of both capacitance and resistance unbalance in cable. Souipment for 
this test is less expensive than that required for direct measurement of 
capacitance unbalance, A discussion of this technique is discussed in Para- 
graph 4 . 

2. CAPACITANCE UNBALA_NCE 

2.1 There are some procedures that can be followed during noise isolation 

tests to provide meaningful information. IJhile results are not precise 
enough to prove the cable does not conform to specif ication ^ they will establish 
that; capacitance unbalance is a factor at the point of measurement ^ the side 
of the circuit that is unbalanced (T or R) and a broad indication of the magni- 
tude . 

2.11 When a noise problem has been isolated to a single section of cable 3 , 
it is desirable to determine if a capacitance unbalance i.s the 

major factor. This may be easily proven with a capacitance decade box having 
0.001 and 0.0001 microfarad steps. 

2.12 With the isolation box connected to the cable for measurement, in the 
direction of the suspected unbalanced cable, connect the capacitance 

decade between the tip conductor and ground, as shown in Figure 1. Adjust the 
0.001 and 0.0001 microfarad steps for lowest circuit noise. 



TEST TO DETERMINE IF CAPACITY UNBALANCE IS A NOISE FACTOR 

FIGURE 1 


2.13 If there is no improvement in the circuit noise, connect the 

capacitance decade box between the ring conductor and ground, and 
adjust the 0,001 and 0.0001 steps for lowest circuit noise. If circuit noise 
iniprov/es to less than 20 dBmc and/ or the balance to 60 dB or greater the 
presence of capacitance unbalance, is confirmed. 
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2»14 When circuit noise can be reduced only slightly ^ the unbalance may 
be due to resistance unbalance. For discussion of resistance 
unbalance, see Paragraph 3, 

2.2 Results can be more precise and meaningful when two isolation 

sets are utilized. Connect an isolation set at each end of the 
suspected unbalanced section, as shown in Figure 2. Connect a capacitance 
decade box between the tip conductor and ground. While measuring circuit 
noise, adjust the 0.001 and 0.0001 microfarad steps for lowest circuit noise. 



APPROXIMATE MEASUREMENT OF CAPACITY UNBALANCE 

FIGURE 2 


2.21 If the circuit noise does not improve, reconnect the capacitance 
decade box between the ring conductor and ground and, while measuring 

circuit noise, adjust the 0.001 and 0.0001 microfarad steps for lowest 
circuit noise. If the circuit noise improves to less than 20 dBmc and/or 
the balance to 60 dB or greater, the presence of capacitance unbalance is 
confirmed. When measured in this manner and dividing the capacitance value 
of the decade steps by the length of the cable in kilofeet, the result will 
be approximately the capacitance unbalance of the cable in picofarads per 
kilofoot. Since the null of minimum circuit noise is quite broad, the result 
is not accurate enough to determine if the cable meets specifications. 

2.22 When circuit noise can be reduced only slightly, the unbalance 

may be due to resistance unbalance. For a discussion of resistance 
unbalance, see Paragraph 3. 

2.3 When there are indications that the cable does not meet the capaci- 
tance unbalance requirements, precise measurement of this parameter 
should be made as discussed below. Cable specifications establish capacitance 
unbalance objectives in either of two parameters, capacitance unbalance to 
shield or capacitance unbalance to ground. 


3 
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2*31 Capacitance Unbalance to Ground : The capacitance unbalance to 

ground is a measure of the direct unbalance to the shield and all 
other conductors of the cable. Measurement of capacitance unbaiaiice to 
ground is accomplished as shown in Figure 3 using a Siemens-Halske Type REL 
3R313 Capacitance Unbalance Bridge or its equivalent. 


Cable Shield 


Cable Under Test 
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2.313 The cable pair to be tested is connected to terminals ST-1 of the 
bridge. 

2.314 Measurement is completed by setting the step capacitor and varying 

main differential capacitor and phase trimmer, as necessary. 

As the detector meter indicator drops, add gain to the detector. Continue 
this procedure until the null point is reached. At the null point, any 
movement of the main differential capacitor in either direction will produce 
a higher meter indicator reading. Capacitance unbalance in picofarads is 
the algebraic sum of the step and differential capacitors. This may be 
converted to picofarads per kilofoot by dividing the value in picofarads 
by the cable length in kilofeet. 

.^Pac itance Unbalance to Shield : Capacitance unbalance to shield 
,, ^ measure of the direct unbalance to the shield with the influence 

from all other pairs removed by a guard circuit. There is a direct relation- 
ship between capacitance unbalance to shield and telephone circuit noise. 
Measurement of capacitance unbalance to shield is accomplished as shown in 

rigure 4 using a Siemens-Halske Type REL 3R313 Capacitance Unbalance Bridge 

or Its equivalent. 
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2.321 


2,322 


Sj'paJaSpilfnfabovi!”"" “ described 


thP bunched and connected to 

to the bridal ^ terminals of the bridge. The cable shield is connected 

to an extern^ erold *’'“«* Is connected 

»orS„ruS3 ?L ‘■' "Wch contains 

connected to Ir^lnals 

the bSdge!^'"’^ tested is connected to terminals ST-1 of 

Measurement IS completed in the same manner as described in 

farads per kilofoot mav be obr*' unbalance to shield in pico- 

test by the length of the cabirirkilofeljf recorded results of this 


3. 


resistance unbalance 


3.1 While measurement of the net overall rco-fot-o t -. 

made at the subscriber end of the circuit forre? ''''^ 
does not provide a reliable clue as m ii-o rr ^ ^ reference purposes, it 

the location of the resistance unbalance in^^Sion tTT'l because 

ground IS a controlling factor relative to its contribution L'S^cu^rn^Le. 

in tilTlTel Sirr^i;rfi!lh:'h''^^ ^ resistance unbalance 
Resistance unbalance located near the end^if^r^ bo circuit noise, 

cant contributer to the overall circuit Lise. ^ be an insignifi- 

LLibirdurinJ iLlLLLLL^”^''^ of resistance unbalance is not 
procedures that will orovidp qo working pairs, there are some 

»111 dstabllsh If resistance unbalan““s 

s: la^itid^' » apprb^LLT4dL:4“”:r'- 

3.31 When a noise problem has been isolated fr. = i 

it is sometimes desirable to determine if ra section of cable, 

a major factor. If an idle cable oatr •,-= k • ^ resistance unbalance is 

through direct measurement. Where a workinLnfl^^^^^^^L • 

measurement is not possible. Meaninaful daf ^ ^ being tested, direct 

resistance decade bL having 1 „hrste“s » 

3.32 With the isolation box connected tn t-'ho 

the direction of the suspected IbLanLI c^^ »easurement in 

strLs'rpotJbirSs't b“""“d°b' 

decade box. .djust the 1.0 an^O^^ oL“sMpi1:rUe1t^4lc“iTn:L“^ 
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FIGURE 5 


3.33 If the circuit noise does not improve, reconnect the resistance 
decade box in series with the ring conductor and adjust the 1.0 and 

0.1 ohm steps for lowest circuit noise. If the circuit noise improves to less 
than 20 dBrnc and/or the balance to 60 dB or greater, resistance unbalance is 
a major factor at the point of measurement. 

3.34 Should the circuit noise improve only slightly, the resistance 
unbalance is probably acting in tandem with capacitance unbalance. 

Where no change in circuit noise occurs , the resistance unbalance at this 
location is not contributing to the noise problem. Capacitance unbalance 
is discussed in Paragraph 2. 

3.4 Results can be more precise and meaningful when two isolation sets 

are utilized. Connect an isolation set at each end of the suspected 
unbalance section, as shown in Figure 2. Connect a resistance decade in series 
with the tip conductor as shown in Figure 6. The shortest possible test leads 
should be used between the isolation set and the decade box. Adjust the 1.0 
and 0.1 ohm steps for lowest circuit noise. 



FIGURE 6 


7 
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3.41 If the circuit noise does not improve, reconnect the resistance 
decade in series with the ring conductor and while measuring 

circuit noise, adjust the 1.0 and 0.1 ohm steps for lowest circuit noise. 

If the circuit noise improves to less than 20 dBmc and/or the balance to 
60 dB or greater, resistance unbalance is a major factor at the point of 
measurement . 

3.42 Should the circuit noise improve only slightly, the resistance 
unbalance is probably acting in tandem with capacitance unbalance. 

hTiere no change in circuit noise occurs, the resistance unbalance at this 
location is not contributing to the noise problem. Capacitance unbalance 
is discussed in Paragraph 2. 

3.5 Resistance unbalance should be measured section by section during 
noise isolation measurements. Connect the cable pair to the 
Wheatstone bridge as shown in Figure 7. 



FIGURE 7 


3-31 Bridge Settinas 


Res-Var-Mur switch on Var. 
Multiply by switch on ii 

1 

R.V.M.-Ga-Hil switch on RVM 


3.52 P rocedure ; Adjust the 1, 10 and 100 ohm switches, as required to 
the f'ah1e° this cannot be done, reverse xl and x2 to 

4. LONGITUDINAL BALANCE 


4.1 IEEE_ Standard 455-1976, "IEEE Standard Test Procedure for Measurine 

Band" a Balance of Telephone Equipment Operating in the Voice 

Band , describes a method for measuring the shunt and Lries falLcfof 
components used in telephone systems. The procedure was originally de4lope( 
to^^as^e covenants such as U„e relays, trausalsslcn hrldle“ 
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4.11 Cable is also a component used in telephone systems. The IEEE 
procedure can be used for measurement of series and shunt longi- 
tudinal balances in cable. Investigation indicates that when tests are 
made with the one-port method, the results in dB may be converted to 
precise values of capacitance unbalance to ground in picofarads per kilo- 
foot and resistance unbalance per total length. This is because capacitance 
unbalance is the major factor of cable shunt unbalances and resistance 
unbalance is the major factor of cable series unbalances. Insulation resis- 
tance unbalance is normally much too high to be a factor in cable shunt 
balance . 

4.12 The standard test procedure is capable of both one-port (unterminated) 
and two-port (terminated) measurements. As noted in Paragraph 4.11 

above, there is a direct relation between results of one-port measurements 
and cable unbalances. The two-port method probably gives a better representa- 
tion of how the cable will perform in the field under the same operating 
environment as provided for the test. Results, however, cannot be related 
directly to values of capacitance and resistance unbalance. 

4.13 A portable, battery-powered balance test set can be developed to 
facilitate testing longitudinal balance of cable in the field. The 

cost of this equipment would be far less than that for capacitance unbalance 
bridges. A simplified schematic of this test set is shown in Figure 8. The 
longitudinal measuring device should have a balance at least 15 dB higher 
than the highest balance to be measured. 


368 


Balance = 20 log 
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CABLE LONGITUDINAL BALANCE TEST SET 


FIGURE 8 
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4.14 If balance of installed cable is to be measured the balance test 
set should be frequency selective to eliminate effects of induced 
longitudinal voltages. 

4.2 The formula shoiAzn below may be used for computation of. anticipated 
results using the one-port method of longitudinal balance measure- 
ments for various lengths and gauges of cable. 


dB Bal. = 20 log + Z 2 + R + ZiZ^ + 1 


12 ^ _ (RZ^ + RZ2 + 2Zj^Z2) 


Zi Z2 


4.21 I^ere for shunt unbalance: 

Zq = Complex impedance one conductor to ground 
Z 2 = Complex impedance other conductor to ground 
Z 3 = Complex inpedance between the two conductors 
R = Internal resistance of test set (368Q) 

4.22 Where for series unbalance: 

Zq = Resistance of one conductor 
Z 2 = Resistance of other conductor 
Z^ = Impedance between two conductors (for series 
measurements Z^ may be ignored) 

R = Internal resistance of test set (368f2) 

4.3 Charts 1 through 3 show the anticipated balance values for lengths 
and gauges of cable that will most frequently be measured in plant. 

This is based on the premise that noise will most frequently occur on longer 
loaded cable of or loading x^ith 22 or 24 gauge cable. These charts 
are convenient for converting results of shunt longitudinal balance measure- 
ments in dB to capacitance unbalance-to-ground in picofarads per kilofoot and 
series longitudinal balance in dB to resistance unbalance for total length. 

4.4 Measurement of longitudinal balance in both the series and shunt mode 
using the one— port method is quite simple. This method of measure- 
ment is illustrated in Figure 9. The first step is to calibrate the test set 
for highest balance (between 100 and 120 dB) . 


4.41 At the measuring end, the cable pair is connected to the tip and ring 
of the test set and the shield is connected to the ground terminal 

of the test set. The loading coil should not be connected to the length being 
tested. All nonworking pairs in the cable should be shorted together and con- 
nected to the shield and ground terminal. Working pairs are grounded through the 
office and thus are effectively grounded. 

4.42 Shunt unbalance is measured with both the pair to be measured and 
idle pairs open circuited at the far end. Shunt circuit balance in 

dB is read on the test set meter and recorded. With this value and the length 
of the cable known the unbalance in picofarads per mile may now be found in 
the charts. 


10 



ESA TE & CM 451.3 


Longitudinal Balance Cable Pair Cable Shield 
Test Set —Under Test 5 



SHUNT UNBALANCE 
STEP ONE 


Longitudinal Balance Cable Pair Cable Shield 
Test Set -^Under Test \ 



SERIES UNBALANCE 
STEP TWO 

MEASUREMENT OF CABLE LONGITUDINAL BALANCE 
FIGURE 9 


4.43 Series unbalance is measured with the pair to be measured shorted 

and connected to the cable shield at the far end. Idle pairs should 
still be open circuited at the far end although the state of all other pairs 
has negligible influence on the results of series unbalance measurements. 

Series circuit balance in dB is read on the test set meter and recorded. With 
this value, and the length and gauge of the cable known, the unbalance in 
total ohms may be found in the charts. 

4.5 Should it be desirable to determine which side of the pair has the 
lowest value of capacitance or resistance, a decade box may be used. 

4.51 Connect a capacitance decade between the tip conductor and ground at 

the point of measurement. Add capacitance in 100 picofarad increments 
and note if balance improves. If it does not, reconnect decade between the 
ring conductor and ground. Again add capacitance in 100 picofarad increments 
noting if balance improves. The lowest capacitance to ground will be with the 
conductor to which the decade box is connected when longitudinal balance improves. 


11 
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4„52 Connect a resistance decade box in series with the tip conductor 
at the point of measurement. Add resistance in one ohm steps and 
note if balance improves. If it does not, reconnect decade in series with 
the ring conductor. Again, add resistance in one ohm steps noting if 
balance improves. The lowest resistance will exist on the conductor to 
which the decade box is connected when longitudinal balance improves. 



12 



Capacitance Unbalance in pF/kf 
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